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CentterMed 


ENDED TRADEMARK - INPI (Brazil) 


210 Serial number 220 Application date 
906285542 May 24, 2013 

551 Kind of mark 450 Publication date 
Individual October 8, 2013 

550 Type of mark 141 Termination date 
Combined June 21, 2016 

511 Nice classification - NCL 

44 


540 Reproduction of the mark 


t+ 


+ 


CentterMed 


541 Reproduction of the mark where the mark is represented in standard characters 
CentterMed 


NAMES AND ADDRESSES 


730 NAME AND ADDRESS OF THE APPLICANT OR THE HOLDER 


Name 
L G RIBEIRO SERVIÇOS 
Country 
Brazil 


CLASSIFICATION 


511 THE INTERNATIONAL CLASSIFICATION OF GOODS AND SERVICES FOR THE PURPOSES OF THE REGISTRATION OF MARKS (NICE 


CLASSIFICATION) AND/OR LIST OF GOODS AND/OR SERVICES CLASSIFIED ACCORDING THERETO 


a4 
centro médico - [informação em] 


531 INTERNATIONAL CLASSIFICATION OF THE FIGURATIVE ELEMENTS OF MARKS (VIENNA CLASSIFICATION)- VCL 


26.13.25 
Other geometrical figures, indefinable designs 


IP OFFICE - INPI (Brazil) 
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Official status 
Abandoned 

Status date 
June 21, 2016 

Country of filing 
Brazil 


Disclaimer: Global Brand Database does not ensure the correctness nor the completeness of the information. 


FURTHER INFORMATION 


270 Application language 
pt 
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